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5 D/POS TO THEATRE CUSTOMERS 

I. NORMAL STARTUP WITH OVERLAP AND FOG ON INITIAL TEN FRAMES* 

OVERLAP AND CLOCKS IN IMAGE AREAS FROM FRAMES 473 TO 494. DATA 
CHAMBERS POINTED FIVE DEGREES TO THE LEFT OF PERPEN- 
DICULAR THROUGHOUT MISSION, WHICH RESULTED IN CLOCKS IN IMAGE AREA. 
TIMING DOTS ON TRAILING EDGE OF FWD FRAMES UNDEREXPOSED. HANDLING 
EMULSION SCRATCHES EVIDENT THROUGHOUT MISSION* HEAVY EMULSION 
SCRATCHES IN FRAMES 330, 333, 821, AND 824. FOREIGN MATTER IN FRAMES 
200, 198, AND 838. BASE ABRASION ON FRAE 532. PINHOLES IN FRAME 686. 
MINUS DENSITY LINES, l TO 5 OCCURANCES PER FRAME, IN BOTH FWD AND 
AFT FRAMES EVIDENT THROUGHOUT MISSION. 

TOPSECRET TOR 170619Z SEPT $7 

~ / Til# (fed b ro vj 

piryt (n) Ub% C-iduJj 


TOPSECRET 

Approved For Release 2003/12/19 : CIA-RDP69B00041R00070001 0046-1 






